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The corrections to be applied to the observed times of 
minima of the short-period variables, before comparing with 
the ephemeris may be found by the formulas on page 27 of 
vol. xvii. of the Monthly Notices. 

With very few exceptions, the same elements have been 
employed in preparing this as in the last year’s ephemeris. 
When no authority is stated, the times of maxima must only be 
regarded as indications as to when a search will prove most 
beneficial for the determination of the elements of variation of 
such star. If invisible, a mere record of such being the case 
will, by contradicting the assumed elements, remove an erroneous 
prediction from the next ephemeris, and thereby possess great 
interest and value. For the short-period variables (all of which 
•except A Tauri are from Prof. Argelander’s elements), those 
minima only are tabulated which occur when the sun is con¬ 
siderably below, and the star at least ten degrees above, the 
horizon. 

% 

I have again to acknowledge my obligation to Mr. Baxendell 
for having obligingly communicated the ephemerides of A Tauri 9 
13 Lyrce , E and S Herculis , based upon elements derived from 
his own observations. 

The unavoidable delay in the preparation of this little 
annual contribution is a matter of much regret, but one which, 
I am happy to say, is not likely to happen again. Change of 
residence, and other pressing interruptions, all conspired to 
derange my plans, and throw me behind in their execution. 
The variable stars are, however, marked out as special objects 
of observation and investigation in Dr. Lee’s Observatory, and 
I shall therefore hope to have the ephemeris for i860 in print 
before the close of the present year. 

Hartwell Observatory , April 11, 1859. 


Results of the Observations of Small Planets , made at the 
Royal Observatory , Greenwich , in the month of March, 
1859. 

(Communicated by the Astronomer Royal.) 


Astrcea @. 


Mean Solar Time of Observation. 

li m 8 

1859, Mar. 7 12 59 34*0 

9 12 50 I2‘9 


Apparent It. A. 
h m s 
12 O 24*08 

II 58 54*56 


Apparent N.P.D. 

O / a 

84 29 56*20 
84 13 7*18 


Metis ®. 

Mean Solar Time of Observation. Apparent It. A. 

b. m s h m s 

.1859, Mar. 31 14 14 41*2 14 50 20*95 


Apparent N.P.D. 
o / # 

IOO 57 18*71 
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Irene @. 


Mean Solar Time of Observation. 

Apparent K.A. 

Apparent N.P.D. 


li in s 

h xn a 

0 / n 

1859, Mar. 1 

14 23 12*3 

13 O 36*80^ 

79 8-95 

8 

13 52 30*0 

12 57 25*39 

78 29 5*68 

9 

13 48 0*1 

12 56 51*22 

78 22 9*56 

10 

13 43 29*1 

12 56 16*o6 

78 15 15-83 

18 

13 6 31*1 

12 50 44*45 

77 22 58*30 

30 

12 9 21*4 

12 40 43*99 

76 22 53*26 

3 r 

12 4 33*5 

iz 39 51-87 

761915-35 


Calliope @. 


Mean Solar Time of Observation. 

Apparent R.A. 

Apparent N.P.D. 

1859, Mar. x 

h m b 

h. m s 

0 t u 

*4 3 9'5 

12 40 30*72 

73 5 ° 35 ’ 11 

7 

13 34 28-7 

12 35 24*57 

73 16 37 * 4 ° 

8 

13 30 48*3 

12 35 40*09 

73 11 12*98 

9 

13 26 7*3 

12 34 54*86 

73 5 57*04 

10 

13 21 25*7 

12 34 9*10 

73 0 45*07 

18 

12 43 30*0 

1* 27 39*55 

72 23 13*97 

21 

12 29 9*7 

12 25 6*61 

72 11 29*37 

31 

11 41 19*4 

12 16 33*90 

71 43 24*75 


Themis 


Mean Solar Time of Observation. 

Apparent Ii,A. 

Apparent N.P.D. 


h m s 

It m s 

O / a 

1859, Mar. 9 

H 55 

14 4 40*43 

102 19 20*85 

3 i 

13 l8 42*3 

13 5+ 11-87 

101 26 51*27 


Harmonia @. 


Mean Solar Time of Observation. 

Apparent It.A. 

Apparent N.P.D. 


h m s 

To. m s 

O !. O 

1859, Mar. 5 

IO 26 29*2 

9 19 1*01 

68 25 12*60 

*5 

9 41 21*5 

9 13 ii *53 

68 5 9*02 

18 

9 28 25*3 

9 12 2*78 

68 2 41*09 

*9 

9 24 30*1 

9 n 43*45 

68 2 11*08 

23 

‘ 9 7 29*0 

9 10 45*^4 

68 2 6*48 

28 

8 47 20*6 

9 10 16*90 

68 5 38*67 

3 i 

8 35 38-4 

9 10 22*46 

68 9 33*37 


/sis 

©. 


Mean Solar Time of Observation, 

Apparent It.A, 

Apparent N.P.D 


h. in s 

h m s 

0 / // 

1859, Mar. 7 

II 45 26*0 

10 46 3*94 

68 47 19-37 

10 

II 30 49*9 

10 43 15*12 

68 3a 27-74 

21 

10 38 4*7 

10 33 43*39 

67 52 3-55 
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